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FIGURE 3.7   Diagram of a Drift Mine Entry
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SOURCE:   U.S. Bureau of Mines, 1975. FIGURE 3.8   Diagram of a Slope Mine Entry to seam ikness is very low). When such extremely thick seams of coal are >ved, the entire mined area cannot be completely refilled with the burden materials removed from the pit. As a result/ a depression i somehow different topography remains when the site is abandoned.
